Passat Wiring Diagram No. 39/1 


Power outlets (12V) 
From September 1997 


Deviate relay location and fuseplacements as well as the locations of multiple connectors see section "component 
locations" 


Relay location on the thirteen position auxiliary relay panel, above relay panel: 
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Relay location on the eight position auxiliary relay panel, above relay panel: 


Edition 10.02 


Edition 10.2002 


Passat Wiring Diagram No. 39/2 


Power outlets (12V) - in luggage compartment 
Edition10 
02 
S184 Fuse for outlet | 
$185 Fuse for outlet Il 
U5 12V Socket 
U18 12V outlet -2- 


Œ) Ground connection, on right B pillar, lower part 
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Ground connection, on right rear pillar 
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